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Message Text 



UNCLASSIFIED 

PAGE 0 1 BUCHAR 00854 09 1 1 25 Z 
46 

ACTION SCI-06 

INFO OCT-01 EUR-25 ADP-00 AEC-11 ACDA-19 CIAE-00 INR-09 

10-13 L-03 NSAE-00 NSC-10 OST-04 RSC-01 GAC-01 MC-02 

EB-11 PRS-01 PA-03 USIA-12 RSR-01 /133 W 

008547 

R 091045 Z MAR 73 
EM AMEMBASSY BUCHAREST 
TO SECSTATE WASHDC 4754 
INFO AMEMBASSY ROME 

UNCLAS BUCHAREST 0854 

ROME FOR SCIATT 

E. O. 11652: N/A 
TAGS: TECH, ETRD, RO 

SUBJ: SCIENCE AND TECHNOLOGY: AMERICAN TANDEM ACCELERATOR 
IN ROMANIA 

1 . SUCCESSFULLY COMPLETING SEVERAL YEARS OF NEGOTIATION AND 
ACTUAL CONSTRUCTION, US FIRM HIGH VILTAGE ENGINEERING CORP. 
TORNED OVER TANDEM ACCELERATOR TO ROMANIAN INSTITUTE OF ATOMIC 
PHYSICS DURING CEREMONY ON MARCH 8. 

2. THIS EQUIPMENT, A VAN DE GRAAF 15 MILLION VOLT PROTON 
TANDEM ACCELERATOR USED BY ROMANIANS PRIMARILY FOR EXPERI- 
MANES IN PROBING NUCLEI, WENT INTO OPERATION ON MARCH 8, AS 
PROBABLY THE FIRST OF ITS KIND BUILT BY AN AMERICAN FIRM IN 
EASTERN EUROPE. 

3. ACCEPTANCE CEREMONY WAS ATTENDED BY OFFICIALS OF ROMANIAN 
STATE COMMITTEE FOR NUCLEAR ENERGY AND NATIONAL COUNCIL FOR 
SCIENCE AND TECHNOLOGY, EXECUTIVES AND TECHNICIANS OF HIGH 
VOLTAGE ENGINEERING, AND EMBOFF. 

MEEKER 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 09 MAR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BUCHAR00854 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: BUCHAREST 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730323/aaaahhxw.tel 
Line Count: 57 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29-Oct-2001 by hagers>; APPROVED <25-Jan-2002 by martinjw>; APPROVED <25-Jan-2002 by martinjw> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 971 1 1 3 

Subject: SCIENCE AND TECHNOLOGY: AMERICAN TANDEM ACCELERATOR IN ROMANIA 
TAGS: ETRD, RO 
To: ROME 
SCI 

SECSTATE WASHDC 
Type: TE 
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